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Koreiga Religious Intelivence. 
From the Enchsh Baptist MMazazine, fer 
August, 119, recerved at this Office. 
BAPTIST IRISH SOCIETY, 

For promoting the Gospel, by establishing 

Schools for teaching the native Irish, by 


} 


itinerant preaching, &c. 
The C the 


ciety teke this opportunity o! coneratulat. 


mimittee of Baptist Trish So- 


jeg the friends and supporters of that Insti- 


tuiion, on the cont: med supph & whic h, 
through a cood Providence, they have re- 


ce. ived through another year. Those mia- 
i ! } ristians, who att nied 
the Fifth Annual Mocting last mouth, wil 
long retain, they deubt not, a pleasing re- 
eollection of the warm and united energt:s 
which were then dis layed in support of 


‘+ Vs ind other c 


the Society; and that they will use the in- 
flence the Y possess in their respective 
epleres to promote its finds. ‘The com- 
riittee has nt to m ny { the subseribe 


thir The 


upp! 


ers ind oth ra, a COPY of the 
ol July 7, 


the Phil mihropic Gazette 


wt 
which contsins the proceedings at large ef 
the Annual Mecting ; and they now take 
the hberiv to urge the recommendation of 
the worthy Chairman, therein mentioned, 
that distinct congregations would ond: avon 


to reise a sufficient annual to suppol 


Irland, Since the 


Suin 


aschool ia meetme 


sixteen pounds have been reecived from 
a ke male Soci Ly, Lo SUpPPOrt a Se hool, to 
be eal) ad ** The Little Alp sti et School.” 
und cicht pounds from another congr ya 
tion, the moiety fora school. to be called, 

mittee 


1? The Commu 


‘i — >. . } ¢ j 
grerations Will luo 


© She Harlow Scho 
ype that 


wiese praise “Wi 


other ec 
rthy exumples. 


‘ 


Phough some Roman Cathohe priests 
re eucouraging and supporting ine schools, 
vet by others. a violent opposit t lias been 
mad . agaist the seriptures bers irculat- 
ed, and ibe children being mistruct d: 
and thet God has gractous!y raised up som 
eminent Protestant nilemen to protect 
the read. rs and school-emasiers. ‘Tis re- 
markable interposition of DivineProvidence 


', 


elaine the 


} 
the supporters 


grateful a kro. loments of 
of seriptural eduestion i 
Ireland: and should lead them ** to con- 
tinue in prayer,” that God wonld stl wa- 
the 
*}est any hurt it, 
39 


er this plantation with dews of his 


blessing. and, keep it 
night and day. 


From an Trish Reader 
West, dated 4nril 


to lhe Rev. Mr. 
20. 1819. 

T fee! in my present em- 
ployme nt. as it aflords me time and oppor- 
tunity to speak and read the wonders of 
rea, 
find many wh» are willing to hear the wor’ 
of lite ; and it is mest delightful he-r 
littl: children repeating the seripiur:s, ana 
babes declaring the wonderful works of 
God. We have reason to thankful 
that the priests in the Cy M. en- 
courage the schools very much at present. 
{ hope ihat the dark clouds are dis] ersime 
The Sun of Righteousness is risi.g wv 
healing im his wiv and shinmg with his 


re af pie yeuTre 


eming love to my f-llow-s»mers. I 


Lo 


be 
unty of 


it 


rs 
3°9 


fructifying energy on this benighted coun- 








inincs cf the people. The withered blade 
Is now shootug forth with new vigour. and 
is Clothing the fields with a beautiful ver- 
dure, which gives us great hopes of a clori- 
ous hare st, and ti WY the “g rd wrilk-shee 
the incr ase. This verifies the word 
God in Isa.lv. 10. For asthe rain cometh 
down, and the snow from heave n, &€¢. 

On the 2nd of April | visited Mr. B's 
School. ‘The childr n repeated several 
chapters in the Gosp-iof Jolin. From the 
first chapter, 1 asked one of the 
* Who wes the true lieht 2? * Jestis was.? 
‘Why was he called the true light 2? * Be- 
cause the world was in darkness 
you bring a proof ior that from Seripture ?? 
He hesitated a litle, and then replied, 


I OVS, 


- Can 


‘Gross darkness covered the minds of the 
peoi le.’ Another boy repeated, For the law 


! ‘ 


ses, oul grace and truth 
come by Jesus Christ. Ll asked him what 
difference was there between the low ard 
erace and truth??? * The law condemned 
all, but there came a free pardon by Jesus 
Christ.2. In Mr. M’s schoo!, the children 
repeate d some chapters. ] asked them to 
i] mind the airecles which Jesus 
One told me, that he ted soine 
thousands with a few louves and some fish- 
es; another, that he raised Lazarus out cf 
the grave ; another, that he turned water 
another, that he gave sig hit to 


i ri 
the blmdiamen: &e. &e. 


giren by Mo 


W4is 


Cail to 


performed, 


into Wine ; 


On the Oth I was invited toa Mr. M's, 
in the berouy cof T. in whose uouse I read, 


difference between the 
The iamily lisiened 


ined ¢ Xpleimed the 


law and the ¢ spel, 


With great attention. When we were a- 
hout to vo to bed, I called them (0 pray ¢ rs 
they requested T would «cit ull they could 


gather in some ef their neighbors. Accord- 
> ol coliccted I eui- 
them Whsel great sinners 


them we re 


and to Spocakk i tue great love 


tthe Ler hhsus Christ; some of thein 
seemed snuch convinced of sin. The next 
4 Ly Was { Sab] f ne tacy Ww uid Hol 
et me go; so Ww } la hitl } tyer mcet- 
ing twiee on that day nd the next d iV 
hev would 4 part with me til T bad 
promised {hein Tw ould call upon them a 
valli. Lh ‘\ myitatious to sey: ral plac B, 


' 


when L hope to be 
he Lord is « pening the learis of inany to 
hear his word. 

This day I met priest Kk. who told me a 
story ef his Bish Ps i sua, * AB shop 


abie to do s@me good ‘ 


must be blameless, the husband of on 
cife? &e. This brought on a Jong dis- 

urse. Hesaji!l the apostles <iffered in 
her writing James said, ** that Abra- 


rks—and Paul said, 
] strove to 


ere wast! these 


iam was yus'iied by w 
that he was justified by faith.” 
att 
things, and he appeared to be well pleas- 
ed, Lie requested | would £ ta Bible for 
him, and made me promise always to call 

passed that way, that we 
miverse Cn tie seri, tures, 


whim thecgr em 


’ o ' 
Upon him en 


might « 


From another irish Reader to the Superin- 
tendant of the Schools. May 11, 1819. 

] got your l of che 12th of Apnil. ] 

M’s school is totally 

is but a few Prot- 


tter 
am sorry to say thas 
lis} rsea, and VMi—wv's h 
estant children. Aticr you left, a sudden 
and unexpected blast issued from the bot- 
tomless pit, throughout t.e entire diocese 
of A—y, irom one extremity to the oiber, 


of 





: Vhere the Pop- 
ish Bishop held a conference, and commai- 
dockail his officers to disperse all the schools 


in Ins digcese. ‘They were not remiss ; 
and Gor igly all th» schools in every di- 


rection were cried down. I sent to the 
worthy Protestant gen lemen, whuse names 
[ have often mentioned, each of whom 
took an active part in aticiupting to coun- 
teract this opposition. ‘They told me to 
bring them an exact statment of the num- 
ver of our schools which were threatened ; 
the number of scholars, books, slates, ac. 
and to mention the gratiiude of parents 
when pe riaitted to send thar children. | 
(lid this 10 their sa‘isf ctiou, and t have rea- 
son to think they will make good use of the 
information. 

The folk wing day one of thes > gen lemen 
sent to all his peasantry, teliiog them, that 
Whoever withdrew any child from a free 
school, should nm» longer live upon his es- 
tate. Thia had the desired effect, as unt 
one of their children was withdrawn. LTex- 
amined the scholars at C’s school, and 
while the Testament class was repeating, 
a priest came in. | did not know him, 
but I cbserved that C. was startled, though 
Tinew not the cause. The priest sut 
down, and heard them repeat three chap- 
ters, and then rose and very civilly bid me 
a goed evening. He made no remarks up- 
on what he had heard; had I known who 
it was I should have had some conversation 
witis lig e 

} went thence to the school at T. where 
the priest of C. made a great orauon ; but 
aot onechild was absent from the school. 
Some other schools are injured ; but | hope 
they will revive. IL have reasoued 
With as many of the parents as possible, 
ind every oue is crying out against the 
wickeduess of the priests. | have since 
crossed the mountain, and was two days 
about A. LT hope F. will soon have a good 
school, He told me that the Bishop of 
that diveese had not spoken against the 
schools, and he had been litormed that 
would not. Ou my returua to b—w, | 
fousid that priost H. had endeavored to 


scatter that sch rol, because it had been 


ALL 


‘Hi. 


soon 


he 


continued, notwithstanding he had denoun- 
ced it for three Sabb ith-days f lowing. 

1 understand the 
priest enter dithe school in a viry unb.- 
coming manner. Hie asked one the 

rimer schi dors, Waat bo lx did he use — 

who answered, a priuer. He asked the 
spellers and readers the same quésiion ; 
and was answered in the same manner.— 
He laughed disdainfully, and said he wish- 
ed they would make such books for him. 
He then 


froma the muster, that 


ol 


sk d the master what religion he 
wasof? He auswered,the religion of Christ, 
The priest profavely exclaimed, “Oh! Ol! 
Mr. Christ !! The master answered, ‘tiie 
name of Christ I adore; on that name my 
faith is fixed : aud by faith in him willl die.” 
The priest then turned to a little child, a 
grand-child of mins, ouly five years old, 
and asked him how many Gods there were ? 
The child answered, There is one God. 
He said, ** There is the Father and the 
Holy Ghost denied! !” The child’s fath T, 
who was present, said, it was a mean thine 
jor him to begin a controversy ith a child, 
and that he was ready to answer him upon 
the subject; but the priest d clined. He 
then asked the master what he would give 
ima to show him the way of salvation, The 








way should show it gratis, fer the Scrip-° 
iures inform me, that it is without money 
and without price.” At this reply the 
priest charged colour, and went away, 
tbrentening that he would disperse hts 
school. = 


From the same. June 19, 1819. 


It willbe thought strange that so much 
oppestiion should be made here, when in 
this town-land, aud even in the vicinity of 
the mass-iouse, twenty-four persons, in- 
cluding parents aud children, are come cut 
of Babylon, end are able advocates fur the 
truth. And thcre are as many more, who, 
though they have not made open profes- 


} 310 'y think as little ofypriests and priest- 
;erift as the former; 


this is all m couse- 
quence of their hearing the litsh Testa- 
ment. ‘The priests have told their flocks 
from the altars, that if any of them sent 
their children to the schools, they would 
hand them out of the chapel, which in 
some instances they have done. But in- 
stead of this producing the effect they in- 
tendéd, it incensed the people the more a- 
gainst them. They then took another 
plan. ‘The priests visited every cabin, and 
by perstiasions and threatenings urged them 
io give up the Testameuts, and withdraw 
thew ehildren. ‘This in some degree pro- 
duced the eifect, as it divided the house a 
gainst itself, If the woman was more ig- 
meraut than the man, she sided with the 
priests; aud if the uan was, it produced the 
same resuli. in this state matters stood 
for some time; but as every priest did not 
pursue the sume plan, I lay down for the 
information of the society, some of their 
successes and disappointinents, 

One pri-st, who declared the lost condi- 
tion of the parents Wf they suffered their 
children to continue at school, was answer 
ed by a inan who spoke the sentiments of 
the rest, that they were * poor, and wish- 
ed to have their children educated ; and 
now that opportunity offered, they were 
wlid to embrace it.” The priest then, in 
a most lamentable tone, replied, ‘* Ah! 
poor souls, would any of you, for the sake 
of saving a lew pence, have your children 
damned to perdition?” Another priest 
went to a cabin, where the man was very 
poor, and had four or five children at the 
school ; (this transaction will show more 
of that blessing which bas hitherto attended 

g the ‘Sestament, than any event 
which { have hitherto observed ;) the priest 
finding Testaments in the house, immedi- 
ately commanded they should be sent a- 
way. ‘The man said nothing, but an old 
woman answered, ** | wonder greatly at 
what you have said ; was it not the Son of 
God spoke those words himself?” The 
priest imterrupted her by saying, ** You 
c —dold witch, how dare you speak ?® 
‘© QO. said she, “+1 will speak.” ‘* No,?? 
said he, ** you old ———— you shall not 
speak.” ‘ Well,” said she, ‘Sif | am not 
p-rmitted to speak, | cannot be prevented 
trom thinking, and I will also speak, for 
all the real comfort I ever experienced was 
from hearing that book; for I reaily think 
I hear Jesus talking to me when I hear the 
children reading it.” ‘This circumstance 1s 
the more remarkable, as tis Woman never 
conversed with a belever, nor heard of the 
Testament, until the children brought it 
from school; it is one of the Hibernian 


schools that they attend, Avwother priest 


readiig 
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visited a house in search of Testaments, 
and finding an old man in the agony of 
death, he took the advantage of asking 
him, if there was any Testament in the 
house ? Beiug told there was, he conimean- 
ded it should be sent away; adding, thai 
as Jong as that book remained in the house, 
the old man weuld be kept in torment; 
but if the book was sent off, the man woald 
immediately depart. He got the Testa- 
ment out of the house, and the man, who 
was at the last gasp, died immediately.— 
‘The priest sounded this abroad as a mira- 
ele, and with some it had the desir. d et- 
fect; but really with the greater part 1( 
oe the contrary effect, as thy 


CHRISTIAN 


send me a supply of books, &c. necessary 
to begin a school with. {want also to es- 
tablish a native school or two, as swarms 
of uninstructed children fill every place. 
Send me therefore a supply of Bergalee 
school books. This begun, 1] think you 
had need serd me a help-meet to manage 
the Mug church affairs. ‘The Mugs from 
Haruboung have been here, and we hay 
baptized tiree men. lam greatly pleas ‘d 
with the open and honest behaviour of the 
Mug christians; they come to my hous 
like children, and sit round about me wit! 
a loving freedom, and this without any sort 
of contemptuous familisrity ; for if they 
happen to sec that T want any thing, the) 
will run instantly and bring it withc et be- 





mew that whether or not, the man could 
wot have survived long. At another house 
this same 'riest proclaimed that he would 
hear confession the f llowing werk. He 
eame accordingly, and on eatering, fund 
one of the children very attentively lear. - 
ing his task. He asked the child what 
book he had, and on being told, he called 
for his horse, and set off, leaving (he man 
to enjoy what he had provided for tum ; 
for you must understand a day of conf s- 
sion is a great feast day. In this way, sir, 
priests have acted for these six weeks past. 
and were it not that the Lord had raised 
up and strengthened the praiseworthy gen- 
tleman I before mentioned, they woul: 
eertainly have overturned all the schouls. 
Oue of these gentlemen charged me to be 
instant in season and out of season, and as 
the cause was of God, there was no doubt 
of success. I therefore exhorted the mas- 
ters to persevere, and that they should 
tome by no harm. They all stood firm, 
glory be to God, and notwithstanding al! 
the stratagems used, no school in this dis- 
trict was dispersed ; but on the contrary, 
at this day’s inspection a greater number 
than formerly appeared in both the schools. 

Surely the Society that has undertaken 

this great cause, and at such a great ex- 

ense, secing the Lord has so evidently 
eat their endeavors to many children, 
should send letters of acknowledgment to 
those worthy gentlemen who have espous- 
ed the cause when on the eve of being all 
everturned, During this trial it has been 
a great consolation to me, to call to mind 
the Monthly Prayer Meeting in London 
on behalf of our most miserable country. 
Be assured neither Jews, ‘Turks, or Barba- 
rians are in a more deplorable state than 
the poor Irish, who have no enemies but 
the priests, and every christian who has 
influence should raise his voice against 
them. Let it not be understood that] am 
an advocate for persecution. No; for the 
free liberty of conscience I plead. 1 am 
against those only who Jord it over men’s 
@onsciences. All! wish and pray for is, 
that the Testament may have free liberty ; 
this will prevent much mischief, which | 
fear will take place if its circulation be pre- 
vented. ‘There are no better natured peo- 
ple in the world than my countrymen, if 
they were not under the baneful influence 
of the priests. 

=p CE 
BAPTis1' MISSION, 
CHITTAGONG. 
Soon after the arrival of Mr. Peacock at 

this station, he wrote as follows: 


With res; ect to the Mug brethren, I am 
greatly pleased with their apparent bones- 
ty and manlinese, so far superior to 
Bengalees. My heart wishes to be united 
with them, but I am greatly perplexed and 
Gisiressed, scarcely being able to under- 
Stand a word from them, or to make my- 
self understood. T am sometimes checred 
with hope, at other times my mind sinks ; 
what canI do? Well, I must strive in 
hope. I know who can give gifts unto 
men ; therefore in the Lord Jesus I desire 
to trust. 

Again, on the 22d of May, 

I find I might soon have a large school 
here. But! am obliged to halt until you 


ing asked. Kulu-pi roo, the reader at Chit- 
tagong, lives with me: he isa lively thquts- 
itive f How, end] trust e® warm chrsua 

He and another come every evening with 
their books to read by my candle, and 
thus they sit at the teble until about te: 
o'clock. 1 feel highly gratified at these 
things, but am low ip spirits because | can- 
not read nor enter into conversation with 
them for want of knowing the larguage. | 
have not that lively cenius that some have, 
wh» can pick up a language in a few 
months. 


.< 
: 
; 
: 


— —_— 


When Mr. Ward was about to leave 
Chittagong, and return to Scrampore, he 
addressed the following farewell l-tter to 
the Christian Mugs, which was translated 
into Burman by Mr. F. Carey. 

To Brethren Khit-Phong, Rama, Oung- 
kyou-jan, Shoodu-oung, Soophu-oung, 
Kulu-phre, Revetro, and eny other breth- 
ren who may be employed to teach their 
countrymen the doctrine of Jesus Christ. 


CHITTAGONG, APRIL, 1815. 


Belored Brethren—1 must soon return, 
and therefore J leave this letter in your 
hands to shew you my love. 

In the world, in your families, and in the 
church, you must be holy men, for God 
will not employ the wicked in his work. 

Wherever you are, morning and + vening, 
you must worskip God by reading liis word 
and prayer. 

In teaching others you must try to con- 
vince them that they are full of sin; that 
on this account they are under the wrath 
of God, and that if they dic in this state, 
they will sink into misery. Assure them 
also, that if they believe in Christ with all 
their heart, and give up their bodies and 
souls to serve him, they will c: rtainly be 
saved, And you must further teach them, 
that ifa man has real faith in Christ. bh: 
will leave all the wavs of sim, and in his 
words and actions will be a holy man. 

You must send the book of God into ev- 
ery Mugvillage. You must frequeutly vis- 
it these villages, read the word to the p:o- 
ple, and pray with them. Visit your own 
neighbors, and read Gods book to then 
in their houses, and shew them how nec ‘s- 
sary itis, if they would be saved, that they 
should become sincere christians, sinc: 
Christ is the only Saviour, 

Consider, that all these your countrymen 
are dying and going to rn isery. Woul. 
you net save a man if he were drowning : 
Would you not awake a man if his hous 
were on fire. aud try to pull him out of th 
flames? How much more should you try 
to prevent your countrymen from falling 
into that unquenchable fire, where th 5 
will have to abide forever! O thea be not 
idle in this great work. Labor day and 
aight, and beg of them with tears not 
cast themselves into hell, but to come to 
Christ and Jive. 

Exhort those who have beon baptized to 
live a holy lite. Set them 2 good example. 
Ifany stay away from wors!ip, and aegi-et 
religious duties, go to them, and persuade 
them not to go back into sin, Jost thes 
perish. If they will not hear, then the 
church must call them, and talk to them 





If they will not hear the church, then thy | 


must be put out, and be brethren ne long: | 
| 





WATCHMAN, 


And, that God's blessing may be upen 
youin this great work, be mach m prayer, 
and im reading the word. Be humble. Be 
watchful. se of good courage. They 
that turn many to righteous ess shall shine 
as the su. in the kingdom of th ir Father. 
he Lord bless you and your faumiles, ond 
increase you dns hundreds and thousands, 
and brieg you safe to heaven. 

This is the prayvr of your affectionate 
brother, W. Vi arp. 





VOORSHUDUBAD. 
Letter from Mr, Ricki tts, dated May, 1818. 


On Mondsey the 26th, | went to the gre 
fair at Chulutiya, a little beyond Berham 
pore ; and disiributed vorious tracts, at the 
sume tine reading and expounding their 
contents ; but, whilst thus engaged, I was 
seized with feverish symptoms, which, end- 
ing in a high stite of fever, obliged me to 
abandon my work, and hasten home. Poot 
Pran-Kristina lost a younger brother on the 
28th. He came from Jessore only two 
months ago ; und it was our jntention to 
send him to your central school at Scram- 
pere, together with Pran-Krishno’s eldest 
boy; the latter of whom will now go by 
himself, as soon as circumstances will per- 
mit. It would, I think, be likely to ex- 
tend the Redeemer’s kingdom, to employ 
a native itinerant at Kalkee-poora; where 
he might be extremely useful both in exer- 
cising a salutary kind of controul over the 
school, and in organizing our small church 
there. Independently of this, Mr. B. who 
has opened a silk manufactory at Kalkee- 
poora, would be very glad to employ such 
a person occasionally in preaching to the 
workmen daily employed in his yard. if 
these are encouraging considerations, as | 
reckon them to be, it is to be hoped, that 
the brethren at Serampore may decide on 
the establishment of a subordinate native 
mission at Kalkee-poora. 1 have lately 
built two school-houses in the city ; and 
one is now under construction at Kalkee- 
poora. For these we shall require your as- 
sistance relative to books, boards, &c. 
Enclosed is the native journal for last 
mouth, 





ANNIVERSARIES 

Of Benevolent Religious Insiitutions. 

The Editors of the London Evangelical 
Migaaine for May, 1819, in looking for- 
word to the anniversaries which were to b: 
commemorated in| London in that month, 
present the following address to their read- 
ers. We think it worthy of the grateful 
and devout perusal of all who love the 
prosperity of Zion 3 and particularly de- 
serving the attention of parents, and of ihe 
managers of benevolont societies, in our 
own favored country. 

1 was clad,” said many a Jewish s:int 
iInincwnt times, **when they said unto 
me. Let us go tite the house of the Lord: 
our feet shell stand within thy eates, O 
Jerusalem !—whither the tribes go up, the 
‘ribes of the Lord, unto the testimony of 
israel, to give thanks unto the name of thy 
Lord.’ Psaim oxxit. 1,2. 4. It must hay 
been very pleas nt to | ious persons tom e: 
on the road, or in the THe lis, with a 
ruultitude of every tribe of Terael, and with 
prosely (ed Gentiles from sieic 
tries, all niiting to poy their homuge and 
their thanks to the God of Abraham. lk 
sjould seer that zeal sis persone iavited 
heir friends on these occasions, 


a 
o 
} 
i 


hboring coun- 


sayirice, 
“*Letus goup to Jermsalem 3? and thane 
{he mvitation wag cord: lly reecived, “they 
wore glad,” when th V were so invit tae 
Aad Ini} hot we, british Christi ns, eX- 
press our joy when the return of the Eran- 
gelical Month, aid the Notices publish. ¢ 
by various Societies, isvite us to meet in 
the Chrisiian Jerneclem of our own coun- 
try, not only to pay our honors to the God 
of iieaven, but to cout» ance. by our 
pcrooual presence, the various schemes of 





usefulceas (@ the souls of men, which the 
inventive benevel nce of our age has de. 
vised ; to Jearn the progress of our active 
brethren, oo» whom has devoived the exe.’ 
cution of «ur plans; to offer up cur praises 
for what God hath effected by our means ; 
to enc urige the hoaris and to strengthen 
the hand: of our age: ts at home & abroad ; 
and to unit: with thousands in fervent 
prayer for further success ? 

Yes; the exp rience of more than twen- 
iy years has proved, how much the gause 
of Christ, of the Gospel, of immortal souls, 
of the un nhightened world, affects the 
hearts of christians in every port of the U- 
nited Kingdom, and how cheerfully many 
of them have travelled from a distance, 
year «fter year, with no smail toil and ex- 
pense, to ei joy the spiritual feast which 
this season aff rds. And, as alinostall the 
Societics we refer to are growing in magni- 
tude and effect, it may be expected that a 
growing interest will be taken in their con- 
cerns ; and that the metropvlis will wit- 
ness, in the present month, a larger conflu 
ence thanever of those whose hearts and 
lips exclaim-—‘ Peace be within thy walla, 
and prospeniy within thy palaces ;? and 
let the cheerful trav Ners remember that it 
is written, ‘they shall prosper that love 
thee.’* 

May we not venture to sugeest to par- 
ents, that the introduction of th: ir children, 
ata suitable age, to these religious met- 
ings, may be happily productive of spirit- 
ual good to the rising generation, and en- 
gage them in the support and encourage- 
ment of institutions which will need their 
aid, when their parents have retired from 
the present scene of action to their eternal 
rest, 

*Ie it not, on many accounts, peculiarly 
desirable that oue of the Secretarivs of 
each Auxiliary Missionary Society in the 
ceuntry should (eccasiorally at least) visit 
the metropolis at the Anniversary Meet- 
ing? and would it not be reasonable that 
his expenses (if he will accept the offer) 
shoul! be defrayed by the Auxiliary Asso- 
ciation to which h» belongs? 

NIHSS: 
Domestic Religions Intelitgence. 


FROM THRE S. EVAN. INTELLIGENCER, 


CHOCTAW MISSION. 

GFNTLEMEN—AI] who hive observed 
the progress and success of tlie Mission at 
braineri among the Cherokees, wait with 
raised expectations to hear of similar suc- 
cess at Flot among the Choctaw s. Ihave 
just seen a letter from Mr. Kingsbury, (for 
whose support the citizens of Charleston 
have contributed so liberally) from which 
[ send you th: following extract : 

“yonkE 21, 1919.—The great object 
which engages the attention of the Choc- 
taws is a schol, and their great anwiety 
for this, has imiuced us to use all our exer- 
tious to get on with the institution. We 
have at present eleven promising scholars, 
and expect the number will be increased 
to 16 or 20 ina few days; this will be as 
many as we cen possibly provide for until 
cormncomes in. The thation is ina etarvmg 
condition. Corn bas ben selling at fine 
dollars per bushel; and now | suppose 
there is har.ily # bushel to be bought at 
anv price Looking merely at the temo- 
ralimteresté of the Indians, how important 
it is that they should be civilized ond 
tuught to procure the comforts of lif by 
iheir iedustry. Whenever IT am able te 

reach, there are a number who will listen 
with attention; and there sre some things 
which look favorable with resp: ct to one 
or two isdividuals, In short, our prospects 
are as favoreble as we could expect ; but 
we want help—both ministers and labor 
ers, All who are employed on missionary 
rround ought to be consecrated to the 
Lord. IT bheve been sick for four or five 
weeks, unable to bear fatigue or even to 
write much; but my health now Is mu ) 
bh tter, and [ have a prospect that i¢ wil 
ecou be restored.” i 
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* There are, it is believed, among your 
readers, a number who will read wiih in- 
terest «very thing which relates to the 
spreed of che Gospel & especially whatever 
relates io the chrisii niz-tion of the Indians. 
To such, perhaps, it is unsecessury to say 
that Missionaries need their prayers ; but 
the duty of praying fir those who are la- 
boring among Pagans, th.ugh often men. 
tioned, is not, probably, felt as it should 
be. Ai little band of brethren and sisters, 
surrounded by the most drgraded heathen, 
devote themselves to the work of their in- 
struction. Sometimes they are dispirited ; 
the heathen remain stupid, degraded and 
beasily. All efforts to do them good fora 
time seem fruitless. The little band have 
no prospect before them but that of lab: r- 
ing many years amid cifficultics aud cis- 
couragemenits. They have not ministers 
and christian friends around them, wh» 
will come and give counsel, to afford en- 
couragement, to umite in prayer, ‘* to 
strengthen the hands that hang down, and 
the feeble knees.” They cannot lay aside 
their burdens and cares, and go with a 
multitude of saints, and celebrate redeem- 
ing love, and then reiura with enlivened 
spirits aud renewed zeal, No! They 
have nothing to do but pursue a steady 
course of lubour and increasing effort till 
the salvation of God appears. Is it straiuge, 
then, that they should someiimes find 
th mselves ready to sink in desp ndency ? 
Is it strange that they siiould sim: times 
fear that all their Jabors will be in vain ?— 
Whose faith would not sometimes waver: 
Whose spirits would not s metimes sink ? 
Whose zeal would not sometimes languish 
Binder such circumstances? What need is 
there of the kind and continual care «of 
Providence to guard them against changes 
—to provide for their wants in the wilder- 
ness—to preserve their life and health—and 
to prosper their labors! What need of the 
constant effusions of the Holy Spirit to 
keep their faith stedfast—to checr them in 
cespondeney—io support them with the 
hopes of the Gospel when sick—to fill them 
with love to their work—and to open the 
hearts of the heathen to receive the Gos- 
pel! They preach and exhort ; they con- 
verse with the netives; they collect chil- 
cren and teach literature and christianity. 
flow important that the prayers of many 
should ascend to God for a blessing on all 
these labors, and how pleasant it must be 
to those who love prayer and feel for the 
souls of men, to bear a part with missiona- 
ries in this way! Let this subject be in- 
troduced frequently in the prayers of the 
closet, of the fumily, of the praying socie- 
ty, and of the sanctuary; and the effect 
saust be good on the feelings and happiness 
of those who pray. They will feel their 
hearts enlarged, and will take a dcep inier- 
esi in every thing that concerns the cause 
ef Zin. And who can te!) what comforis, 
success’s and eternal blessings may be pro- 
cured by their prayers, for missionaries 2nd 
those among whom they labor? Let then 
every donation be consecrated by prayer 
Let covery aecount from missionary sta- 
excite meny prayers. Leth the 
people of God pray with earnestness, tll 
(ho oweorid shall be filled with the knowl- 
edge of God” 
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Price ofa Bible in 1274.—In the year 
1274, the price of a small Bible neatly 
Written, wes SO0f. sterling. A good Bibl: 
may now bi hud jortwoor three shil- 
lings sterling. It is said that the building 
ei two arches of London bridge cost oni) 
251. which ts SL. copy of the 
Bible many years afterwards. Of wha 
incalculable value is the art of printing : 
widely 


We see its bon: fic jal effects more 
ever, by means of Sur day 


extenied than 
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Schools. Bible ocrues and 


Missioiaries. [London pa, 
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An Organ has been built in Ohio for: 
Roman Catholic Church in Deirvit. 
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THE PEOPLE OF ENGLAND. 


The oppressed inhabitants of Great Bri- 
tain, although many of them are zrossly 
ignorant, and unsnlightened in relation to 
the truths of revealed religion, are more 
favorably circumstanced for the attainment 
of useful knowledge, than any other peo- 
ple ia Europe. The freedom of the press 
in England, and the liberty of discussing 
all subjects relating to civil and religious 
rights, have a most salutary influence in al- 
leviating some of the miseries of the poor, 
and in partially checking a corrupt system 
of government and a tyranrical adminis- 
tration. But that which may be justly 
considered as having the most happy ten- 
dency to release the people from the 
yoke of eppression, and to prepare them 
for the rational enjoyment of a free repre- 
sentative government, is the generous and 
liberal disposition which pervades so large 
a portion of the community, to diffuse a- 
mongst the poor the first rudiments of 
conunon learning, and the means of reli- 
gious instruction. In this way a founda- 
Gion will be laid for a proper u nderstanding 
of their civil and religious rights; and if 
happily brought to a participation of that 
holy temper, which qualifies for the recep- 
tion of natural privileges as well as spiritu- 
al blessings, will eminently conduce to dif- 
fuse through the world the blessings of ciy- 
il and religious liberty. The distresses of 
the poor, which have of late led them to 
assemble m multitudes in the hope of re- 
dresa, and to devise means of reformation, 
is an evidence that light is breaking in up- 
on their minds, and that they are convin- 
ced, as rational beings, that they have nat- 
ural rights. Perhaps in these large convo- 
cations some diserder may have taken 
place ; but from the accounts received, it 
may be justly wondered that the disorder 
was not greater. But what more rational 
way could the people have adopted in their 
distress, than to assemble to devise means 
of rehet? Perhaps the late sanguinary fir- 
ing on and killing and wounding the sub- 
jects of oppression, will, if repeated, kin- 
dle a blaze of resistance, which will not be 
extinguished but by a revolution, which 
may destroy existing tyrants. 

The people are becoming more and more 
familiar with the prodigality and wicked- 
bers of their nobility and clergy 5 and are 
daily Jearning the importance and truth of 
this principle, ** THAT ALL MEN ARE BORN 
FREE AND kavAL.” We will rejoice then 
in the ssread of religious Knowledge, not 
only as calculated to secure the salvation 
of the soul, but to establish, on a permanent 
hasis, the civil rights and imruunities of all 
markind. ‘To England, therefore, as the 
hest informed nation in Europe, we confi- 

ently look for the commencement of this 
political mill-nium ; and as the means of 
iformetion and religious instruction are 
constantly increasing. we devoutly hope 
and expect ils extension te every oppress- 


ed nation on the earth. 





WATCHMAN. 


BAPTISM AT WEYMOUTH. 

We are informed, that, on the last Lord's 
day, at Weymouth, the Rev. Asa Messer, 
President of the R. 1. College, baptized (or 
immersed) the Rev. Jacob Norion, late 
pastor of the Congregational church in 
that town, which office, we learn, he has 
sustained in that place for more than 30 
years. In the morning, president Messer 
preached from Rom. xv. 5, 6. At the 
place of baptism, he addressed the audi- 
ence, sail to amount to the number of 
1500, on the nature and siguificancy of the 
ordinance, and its application to the prop- 
er subjects, believers. At the time of ap- 
pronching the water, the candidate, (Rev. 
Mr. N.) addressed the adminisirator in sub- 
stance as follows :~* My dear Sir, having 
beceme clearly convinced of the necessity 
of immersion as the only baptism authoris- 
ed by the Gospel, I thought it my duty t. 
send for thee to administer to me this sig- 
nificant rite; and thou hast well done tha 
thou art come. See, here is water ; whet 
doth hinder me to be baptized? The ad- 
ministrator answered, “If thou believest 
with all thine heart, thou mayest.” The 
candidate answered, “ | believe that Jesus 
Christ is the Son of God.” And they went 
down both into the water, and he (the 
President) baptized him (the Rev. Mr. N.) 
Mr. Norton then baptized another person, 
impressed with a sense of duty in embra- 
cing the ordinance. The Rev. Mr. Bates 
preached in the afterneon, from Heb. xiii. 
1. Let brotherly love continue, We un- 
derstand that Mr. Norton’s connexion 
with the church as pastor, still continues. 
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Health of our Cittes. 

In New-Orleans, the yellow fever has 
commenced its ravages. It is pronounced 
by the physicians the most virulent they 
have ever known. Report says 30 have 
died in a day. 

Under date of Savannah, we have ac- 
counts of the prevalence of the sporrEn 
FEVER, at Darien, Geo. Out of 129 per- 
sons composing their white population, 51 
were stated te be sick, and meny had died. 

The Board of Health of Charleston, S. 
C. have proclaimed its being a sickly place, 
and have cautioned ail strangers from vis- 
iting it. The deaths in the week ending 
Sept. 8, were 43—of which 20 were by 
vellow fever. 
~ In Norfolk, Va. the deeths for the week 
ending the 11th inst. were only five, three 
of whom were infants. 

Baliimore, at the jast date, continued 
unhealthy. On the 17th inst, the deaths 
were 17, of which 9 were of malignant f - 
ver, The seat of ihe disease continued to 
be at Fell’s Point, from which district ma- 
ny ‘bad removed. 

Philadelphia continues healthy. 

From New-York, the advices are more 
unfrvourable, as to the existence a: the 
fever in the city : on Saturday last, hre 
cases were reported fer the preceding 24 


hours. anuane= 


DISTRESSING ACCIDENT. 
Extract of a letter dated Sackelt’s Ifai bor, 


Septe niber 4. 
“Tn my last, | mentioned that a melon- 
choly aceident had occurr da few days - 
ro ji) the neizghborh:od of Earnest-town, 
Upper Canada, by which eight young la- 
dies. and t« o gentlemen lost their lives.— 
While at Kingston, I heard tie followi' 2 
particulars: [he bout was about 250 y rcs 
from th it was av old leaky vessel, 
and it took in so much water, that one «1 


shore 
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the passengers observed, “ she was filling ;"* 
in a moment of alarm, the gentleme: jump- 
ed over, and swam for the shore, except 
two. The names of those who ;erisied 
are Mr. John Germain, and his sister Jave 5 
Mary and Jane Detlor ; Matilda Robbin ; 
Elizabeth M’Koy ; Elizabeth Clark ; Mary 
Cole; Huldch Maddon, and Peter Bogart. 
What added to the disir-ssing scen , was 
the presence on the shore of several of the 
parents of the deceased, who were obliged 
t» be spectators of this event, wi hou: ve- 
ing enabled to render them any assis'ance. 
Oue circumstance occurred, which | wil 
relate: Mr. Germain, when within a few 
yards of the shore, heard his sister excloim, 
“save! Oh save me, my brother: He 
iminediately observed, to one swimming 
near him, “1 will save my sister, or perish 
wibh r.? He made the attempt, got pear 
her, and she grasped bold of his cravat ; 
another young lady also caught hold of the 
collar of his coat. In this situation, he at- 
tempted to swim, but it is supposed the 
sister held so tight on the cravat, that it 
prevented him from breathiug. Ina few 
moments they were seen to sink to rise Re 
more, uniil the vital spark had fled.” 
— ee 

Correspondence. —The communication 
from ** A Lover of Truth,” has been under 
consideration. The author of the Address 
to which he refers, has assured us that he 
had ne knowledge whatever, of the exist- 
ence of a Sunday School in Christ Chureh 
previous to October 29th, 1817, onhe would 
gladly have given them the praise which 
was their due. Perhaps the objrct of a 
Lover of Truth will be answered if we in- 
sert the addrss which is prefixed to the 
constitution of the Salem Street Swnday 
School Society. 

‘The School under the direction of this 
Society was the first Sunday School in New 
England. It commenced its operations in 
June, 1815; from which time to the organ- 
ization of this Society in April 1817, it was 
entirely supported by individual contribu- 
tions ; and was furnsihed with casual teach- 
ersonly. The number of children admit- 
ted in this period was two hundred and 
ninety-nine ; since which upwards of three 
hundred have attended. The school has 
been, since this Society was organized, un~ 
der the direction of a regular committee, and 
has been well supplied with teachers. 
Children of all denominations are admitted 
to its privileges.” 

A number of poetic favors have been re~ 
ceived. 

Octrrin answer to a correspondent?s en- 
quiry respecting the form of the Vatch- 
man, when enlarged, we remark, it is our 
intention to alter it to a folio form; as 
this will be much more convenient, and 
we think will be preferred by most of our 
subscribers. The numbers which will have 
been published, can be bound s parately, 
although they will make but a small vol- 
ume. 


—_——— 
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MARRIED, 
In Cambridge, by the Rev. Mr. Jacobs, 
Mr. Wm. Hovey, of Brighton, to Miss 5u- 


san Learned. 





DIED, 

In this town, on Friday last, Miss Mar- 
varet Logan, aged 78—Mrs. Hannah Has- 
kins, aged 86—George Frederick, child of 
Nathaniel H. Wright, printer, aged 3 years. 

Yesterday morning, Heury Hudson, child 
of Mr. N. BH. Wright, aged 10 months. 

On Sunday, Miss Elizabeth ‘i. Sargent, 
aged 17, daughter of Ignatius Sarger-t, Esqe 

~ At Reinsford’s Island, on Saturday last, 

Mr. Jeremiah Vose, aged 26. of the firma of 

Baxter & Vose, merchants, of this t wn. 
pig, & BED are 

Drep, in Portsmouth, on Saturday morn- 
ine last, Hon. JOHN LANGDON, late 
Governor of New Hampshire, in the 79th 
year of his age. 
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ne ee _—— —— 
From the London E vange ical Magaaine. 


Lines on the Death of an eminent saint. 


‘When the last beam that gilds the expiring day 


Fades from our view, in gradual, soft, decay, 

Nor leaves behind, a single trace to show 

How bright, th’ effulence of its noonude glow ; 

Who hath not felt the calm, so soft and dee Pe 

When Nature seeros in solemn pause lo weep ! 

Who hath net tlt a tear of sull regret 

Steal o’er his cheek ere the full orb hath set? 

So feels the fullness of our heart and eyes, 

When all that’s mortal of the Christian dics ; 

While, as we gaze, with deep intense delight, 

On the fast glo: 

Whieh paints th’ berizon ere it quite decline ; 

And in celestial spheres with brighter radiance shine, 
A Sun hath sct—a soul hath passed away 

From earth’s dull clime, to Heaven's eternal day, 

Whose bright career, our cyes with rapture view'd, 

And with delight, its lengthen’d course pursu’d ! 

Christian ! 1 praise thee not ; thy virtues were not tine, 

But His, who formed thee, splendidly to shine 

With meek humality, with heart sincere, 

Aad fear of God, which knew no other fear, 


ies of chat soften’d light, 





Forrign Religions tute tigence. 
Extract from the Theological Repectory, 
printed at Washington, 

Perhaps nothing more tends to keep a- 
live that pure zeal for the souls of men, or 
excites within us more strongly the desire 
to promote their eternal welfare, then the 
frequent reports of missionary labors, and 
of benevolent institutions. In the 
of the missionary of the cross, we 
divine hand guiding his steps and strongth- 
ening his ieart. Separated from all those 
he once held dear, ne se him cheer- 
fully submitting to deprivations the most 
painful, and exposed to sufferings and 

trials the mest appalling. Holding com- 
munion with none but ile God, we behold 
his steady march in the discharge of his 
arduous duties. The world his tield, 
souls—immortal souls, his object ; he 
the messenger of life to the * dead in tress- 
passes and in sins.” Alas! how plentiful 
the hervest! Vith what deep interest 
does the real christian traee the moral map 
of the missionary courss. He watches his 
approach to the solitary coviage, the 
questered village, und the crowded city 
Silently the man of God pours his instruc- 
tions into the ear of thefgnorant heath 
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in his dwelling of clay: and meets, with 
intrepid firmness, the objections and the 
persecutions of the hardened idolator. As 
he proceeds, we sympathise in his suer- 
ings, pray for his success; and so 
strongly is every thing he undertakes, 

endures, associated with our feelings, that 


tidimgs from him are as * life from the dead ;° 
or, as rays emitted from some frie dly orb, 
rising upon lauds overshadowed with dark- 
ness. 

In Benevolent Institutions, wo recognise 
an active principle always operating om the 
more! and intellectual state of the human 
family. These instituiions cre numerous, 
divided among various sects of christians, 
and applying to almost every case of hu- 
man weal or woe. They find men in his 
lowest state of degradation and misery ;— 
they offer the cure for his maladies, and fi- 
nally elevate him to the inheritance of the 
saints in light 

The first in | import: ince—though not in 
the order of time, are BIBLE sociETIES. 
And what a magnificent spectacle do some 
ef these presept! Those of Britain and of 
Kiussia seem almost too great for coniem- 
plation. We are dazzled with the glery 
Which surrounds them—a glory which, as it 
proceeds from the throne of him who gave 
the word, shall continue its splendour ua- 
ul all nations are cheered by its beams. 

Sunday Schools seem next in order. On 
a0 institution des the divine blessing ap- 
pear to have so evic idently rested as ou this. 
The writer of this article remembers them 
thirty-five years ; and for thirty years, has 
raarked their progress and improvement. 


it may be safely said that they have pro- 
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befor: crime hes scared bis Conseines, 
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is then unfolded to his view, as having de- 
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are under Sunday School instruction, bue | 
system has exieuded to France; is begin- | 
nit in Russia, and in many parts of Ger- | 
many. By the missionaries it has been | 
carrie to India; to the indicn Archipela- 
gy: the islands of the Pacific; to New 
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and sanctioned by the Rt. Rev. the Bish 
op. Looking at this mighty system, gwd- 
das it Is hy prous teachers + f botu sex 'S. 
mad attended withthe conti ul 
Divine Providence, it is impossible 
culate the aggtrgate effect which 
pt duce, But it may be s id, wiihout «X- 
gveration, that millions now lis ho 
blessi i¢ God for Sunday School instruction, 
and millioss yet unborn will hail it, next 
to the bible, as the greatest boon whici 
Heaven hes bestowed. 
tyer Book and Homily See eties, have 
had an extinsive influence, c: ith | 
great pr ictical « flicacy. fi ua pure and e- 
yang lic: 


] liturgy, the devotional feciiugs 
have been caci.ed, a revereuce for our 
Church and her institutions fostered, a 
many astray child of darkness been bro’ 
into glorious light. In the hommii 
have the doctrines of the Church ilustrated | 
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speck a language understood by all wiio | 
feel their Qaword deform ty, and who liv | 
to Jesus as their only refuge from the Di- | 
vine verugeance. 

Tract Societivs have proved great aux- 


iliaries reliztous knowledge, 


in spreading 

They work their silent Way Where the live | 

ing teacher cannot enter. In the solitude | 
t thee untry ; on the bed of sickne 383 


birth, when tracking the 
vast eXpans: they have often a- 
vikened to shame and remorse the har- 
dened sinner: have administered the heal- 
ing balm vo the wounded heart, and pour- 
ed consolation into the soul of the 
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ing belicvir. The means, indeed, are hu- 
man, but divine blessings have aecoimpani- 
ed them. 

Societies for promoting christianity a- 


mong God’s ancient people the Jews, de- 
maad our attention. These inter 
peo; le are the subject of prophecy now y t} 
accomplished. We know uot what will 
be the ultimate instrument of their conver- 
sion; but our duty is to use the means 
within our power; and if but one of thes 
lost sheep be recovered, we have a rich re- 
ward. 

The great institutions for educating the 
poor, now so widely extended, are objects 
of attention to all who delight in the moral 
and intellectual improvement ofhis species. 
They acton an enlarged scale ; and tend 
im their operation, to elevate the tone of 
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ed themselves m the 
tind lords Teignmouth 
Rev. Leigh Richnond, J. S. Prati, Bb. 


vf? 
ML0ET 


KE. Burn, M. A. ———— Pritchett, Georg 

itcheil, M. A. KR. ox, NM. Aw amd W. 
Wilberforce, Esq. M. 2. trom the Mptiscs- 
aikhns. rom the various other r jigious 


many, jong Known 
rijoms in che 


lind 
whose eX 


denomina IONS, we 
marac ters, 
cause, eniite them t > the esteen 
Reade eine r’s Ki $2010 


the Rev. Mr. Johuso: 


ot all who love the 
From West Africa 


i writes, “God is carrying on his grecious 
'work among us;—beth old asd young, 
rich aod pocry ore bungering and tharsting 
fter the bread a vd water ol if, bonst 


L. rd’ 
2a 


s Sup- 
\p 


ner to 120 of our blacks brethren and sis- 
ters. There is asioguiar work carrying un 
among the children. Among the cindi- 
dat.s for admission to the Lord’s Pable, 
there were nine school girls; ‘ior ae- 
counts were really astonisting. After ev- 
ening service last Subbath, | heard that th 


wished to speak with me, they 


; $s * i tury had ne i! i | th e fi j { t | ray. tii 
did net know “bie - they bad heawt thai 
Jesus Christ came to save sinners, and 


wished to know if it were truc. On 
round the 


of the natives, my 


j urbe y colony, m Company 
with some 
declare ] 
ia their 
mony of them had never heard it before. 
. of thos > 
sseil, by 


COMPpanroais 


the gospel to them couniryimen 


own language, la which, perhaps 


labors by 
Atrica must be b 
native laborers. 
The report of the British and Foreig 
Bible Society is unnsudly interesting. The 
Bible S ciel s in Str asburg gy, the Untied 
Netherlands, Switzerland, S 7 nV, Various 
paris of Germany, Sweden, Malta, Smyrna 
Bombay, the Cape of Go 
Hope, New South Wales, &e. report a 
it increase of their numbers, and in ina- 


l‘hiese are the Lezinning 
sagen 
\ the eliort 


of 


niuuaber of Cc ples ot 


Pre Russia Opens 
i 


-- } | i 
y cases Gouble the 


criptur s distributed, 


$9. Vasta field, POSS SS°S SU Th tn} CO-Uper- 
ating societies and associations, and com- 
bines such a mass ol bibiieal labours, wong 
forward perpetu lly, and perp tually in- 
‘reasing, both in the capital cf the ¢ pire 
aad in the ehief cies of the several gov- 


provinces. thit the Comunth- 
4 


ernments at 


{ 

na 
tee 1- wiand 
€ ac wtliOw tea 


ge their utter inability to ex- 
hibit any thing like au adequate repres: ul- 
ttion of the share which ste is ttking in 
the great W rk of dissemin iting the Lin 'y 
Seriptures. Many new auxiliary societies 
had been formed, Seven versio is of the 


Siberia alone, 
last Yea! 


languages 


Scriptures ia the diaicets of 
had been undertaken, In the 
72,000 Bibles, in eight ditferent 
had been distributed, and the total either 
printed or privting by the Russian Bible 
Seciety, amounts to fifty nine editions, 
comprising 270,600 copies, in twenty one 
languages,” 

** The dissemination of the book of God's 
word among all nations of the earth, (says 
the emperor Alexander, in his address to 
the Franks - Bibl» ) is a new and 
extraordiniry blessiag from God our Say 
jour, to the children of men; and it is cal- 

ulated to promote the work of their sal- 
valon. Blessed are they who take a part 
in it; for such gather fruit unto eternal 
life, when those who sow and those who 
reap shall rejoice together. I find this un- 
dertaking not merely worthy of my atten- 
tion ; no, 1 am penetrated by it to the in- 
most recesses of my soul; anda | reckon the 
promotion of it my most sacred duty, be- 
cause on it depends the temporal and eter- 
nal happiness of those whom Providence 
hos committed te my care.” 


9 


Society, 











REVIVALS OF RELIGION, 
‘ j ‘ , J 
Evtraci af a feltei i edi e Re- 
Li ous Ini ieee CET, daled C “Unce aa j o 


Auz. 17, 1819. 
li is iOi 
} 


his day, that G 
amg buik 


rmong the least of b! Ssiugs, of 
dis wond ritiily r puilig 

ing Up Waste ple. s, und 
Which 


i 
breaches 


: ' = . 4 , 
comtfortyny taose branches Of Gion 


hive long sat da moursimg. 
The churchia Newbury, Vt. has f.7 


mwaver of years, been desi ute ofa pastor 


5 





and in «la getiishl $3 state, strugeling with 
iuakhy dithcuilics ana GIsSCOUray: tic Us 5 but 


tue Lord uss recently appeared lo Comfort 


} i j 
and ound th 


It is 


Lil H iy. 

° } 
Hviduals 
lal OX [- 


few 1 


ANG UUs 


WhaeretOod tial a 


rayer, 


{ 

loli kor the mez tune the Lord of the 
horvest sent amonog them, Ney. Henry 
Wooawaurd, une of ihe Missionaries, now 
On His Way to Ce yion * the Lord appeared 
to be with him and biess his labours. 

After labs uring W ith them afew weeks 
with great tuelity and sucecss, he was cal- 
ied to tuk is deparvure and £0 to te 
iheathes, and leave his spiritual childr. n, 
nd otters, to weep that they sbeuld sie 


fits iacCe@ tie more. ‘| he - ra howe WUC hus 
been still carrying on bis work. 
lspent the Lord’s day, 25th ult. with 
then Twenty nine persons were aduit- 
ted into covenant with the churels; seven 


vi twe ive chil ren Vers 
(he eldest of the number ts 85 yeurs 
of aze, and lie 


{ } P 
tern adtil:s, af 


young st ] 


Jicre were par nis an! elildrea coming 
together to presea themsetyes | re the 
lord, and " Keuts pre ith g tmoimselycs 
ind bringing thew children at the same diae 


time Sallis of ol \——lik ge vel din 
The church renewed their c 
the ume the oth rs were adn 
the Couverts presented themse! 
aisle, Isa. MilX. 13 — 23 Was Pea bi 
li was thought this Scripture w 
ed peculiarly gi ri 


venant 
When 


. ) 
yP v, ¢ 
vO 2h wa 


s render 
us by the circumstaners 
and jts fulntio nt. 
Phe converts thea sung the 67th Psaln, 
2d part. 
Aft«r the. 


Supber Was 


4 


Thi. the Lor l’s 


Meee 


rdinance of bapti 
administered aunts were 


fresiied, anda 


peculi rly r : numerous as- 
sembly ulbuUsu lly solemn. Meay th > Lord 
coajtmue his work and m wk - | 'p le wie 
uundred foid. SA G VOUVDARD. 
—<3+ > - . 


Church in South Carolina. 


The 


The following is is Nearly ve can as- 
ceriain, the wuimover ol raaihedad Inliist. ts 
in South Caroinia:— 

Grermia luth ran 6, Congrevational 7, 
ay iscopal 22, Lrosbyterian 40, Methoutst 
LU, Bap its LOY, 

‘Thenumb r of churches of each denorm- 
hiation, inay be estunated with tolerable 
correctness, as feuows: 

Congregational 9, German Lutheran 18, 
Episco) alian 18, | sbyterian DU, Bupt t 
L70, Methodist 300. 

Seceders and Roman Catholics, are not 


estimate, the nuim- 


se mainiste rs or churches we have 


i.cluded i the above 
Or ol wie 
iO Means at present of 


Of c 


ascerlaming. 
ommunicants mm the above churches 
the following is the best estimate that cau 
be made out probably is not very ree 
mote from tine aciual fact : 

German Lutheran 600, Episcopal 1200, 
Congregational een Presbyteritn 10000, 
Bapiist 14000, 1H0G0. A cone 
prop’ nike. in most of these de- 
HOMIMAUONS are 


’ 
, ana 


' 
Metnodist 
siderable 
rsots 


colored per 


Sauthern Evan. Intel. 
—_—_———_———EE_E= 

“Murder will owt.’—The Plattsbutgh 
Republican states, that a man named Rob- 
ert Trip, of Mooerstown, Clinton county, 
N. Y¥. bas been committed to Plattsburgh 
j il, charged with the murder of bis wife, 
15 years ‘since. His daughter, 14 years 
old at the time, is the evidence against 
him. Ske states that she should have 
sooner disclosed the murder, had she not 
been deterred by threats of her own hife, 
from her inhuman father. 




















